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ABSTRACT 

The drag coefficients of spheres falling dilute aqueous solu- 
tions of long-chain macromolecules were investigated over a range of 
Reynolds numbers based on the viscosity of water from 800 to 7 X 107. 
Solutions used had polymer concentrations of 100 to 1000 weight parts 
per million of three grades of Polyethylene Oxide, WSR-35, WSR-205 
and WSR-N-3000, and concentrations of 10 to 1000 weight parts per 
million of WSR-301. Reductions in drag were observed in only the 
solutions of the two higher molecular weight polymers, and then only 
at Reynolds’ numbers greater than 10+. For all concentrations of 
WSR-301, the drag decreased with increasing Reynolds’ numbers and for 
a given Reynolds’ number the drag was minimized at a concentration of 


100 wppm. 
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SYMBOLS AND ABBREVIATIONS 


Maximum cross-sectional area: md’ 
Weight of fluid displaced by sphere 

] 
Drag coefficient: Z W(£ -!)y <, = 
Sphere diameter in centimeters 
Drag coefficient factor: £ ate - 1) ga 
Gravitational constant: 980.16 cm/sec” 
Virtual mass coefficient 
Mass of fluid displaced by sphere 
Polyethelene Oxide, WSR-35 
Polyethelene Oxide, WSR-205 
Polyethelene Oxide, WSR-301 
Polyethelene Oxide, WSR-N-3000 
Reynolds number based on viscosity of water: 
Vertical position (cm) from surface of fluid 
Velocity: ds/dt 
Acceleration: d*s/dt2 
Terminal velocity 
Weight of sphere 
Weight parts per million parts of water 


Ratio of velocity to terminal velocity: s/v 


Density of sphere (grams per cubic centimeter) 


£ 


ru ® 


Density of water (1.00 grams per cubic centimeter) 


Ratio of sphere diameter to cylinder diameter 


Dynamic viscosity of water: 0.01 grams/sec-cn 





1. Introduction 

The earliest published work in the field of turbulent flow fric- 
tion reduction in dilute polymer solutions appears to be that of B.A. 
Toms (8), who studied solutions of polymethylmethacrylate in chloro- 
benzene. Measuring rates of flow through pipes, he discovered that, 
for a given pressure gradient, the rate of flow of the polymer solution 
was greater than that of the pure solvent. Investigating dilute 
aqueous solutions of Poly(ethelene oxide), in "micropipes", Merrill (4) 
found that for lower molecular weights no drag feduction occurred 
until the transition from laminar to turbulent flow was complete; 
however, as the molecular weight of the polymer was increased, drag 
reduction occurred in the region of laminar-turbulent transition. 

As a result of experiments with a rotating-dise apparatus, Hoyt 
(2) has reported a 40% reduction in driving torque in a concentration 
of 10 weight parts of Polyox 301 per million parts of water. He also 
showed that for a given concentration of polymer, as the speed of the 
disc 1s increased, the percentage torque reduction increases. 

The effect of similar solutions on the drag experienced by spheres 
has also been investigated. In this type of flow, the largest compo- 
nent of the drag force is turbulent wake drag, and Ruszezycky (5) 
reports that for a constant sphere size, the drag is decreased as con- 
centration is increased, reaching a minimum at 7500 wppm of P301, and 
than increasing again as the solutions become more concentrated. Also, 
at this concentration, and at two lower concentrations, 2500 and 5000 
wppm, as the sphere size increases, the amount of drag reduction in- 
creases. Since the terminal velocity of the spheres increases with 
size, this result could also be interpreted as showing that for a con- 


centration which is an effective drag reducer, the amount of drag 


reduction increases as the Reynolds number increases. 

Investigations carried out by Prather and Hayes (la) showed that 
for a large range of sphere diameters, all spheres fell slower in a 
solution of 5000 wppm of P301 that in pure water. This is in direct 
contradiction to the results of Ruszczycky. The purpose of the research 
reported here was to measure the drag experienced by spheres for a 
range of concentrations of various polymerssolutions, in order to de- 
termine whether a sphere actually does experience a drag reduction. 

If there is a drag reduction, then the dependence of this reduction 
on concentration and Reynolds number would be determined. 

In an unpublished report, received after the experiments of this 
thesis were completed, Lang and Patrick (3) report drag reductions in 
200 and 1000 wppm concentrations of P301, only for Reynolds numbers 
greater than 1 X 10". The 200 wppm solution showed greater drag re- 
duction from 1 X 104 to 1 X 10° Reynolds number, but the 1000 wppm 
solution became the better drag reducer at higher Reynolds numbers. 
For both concentrations the drag reduction increased with increasing 
Reynolds number. 

The characteristics of the polymers used are listed in Table 1.1. 
These polymers are water-soluble and non-toxic, and are further charac- 
terized on extremely large lengthsto diameter ratiogj;, possibly as high 
as 165,000:1 for P301(2). 

TABLE 1.1 


Polymer Characteristics 


Poly(ethelene oxide) Molecular Wt. Class 

Polyox WSR-N~3000 Unknown Low viscosity 

Polyox WSR-=35 0.2 x 10° High viscosity resin 
Polyox WSR-205 0.6 x 10° " " " 
Polyox WSR-301 4.0 x 10° " " " 





The solutions were all mixed in distilled water, at room tempera- 


ture, nominally 24°C, with the mixing time depending on concentration 
and mixer speed. 

The nylon and steel spheres used in the tests were weighed on an 
electronic balance accurate to 7 0.0001 gram. The manufacturer's 
specifications claim an average deviation from sphericity of * 0.001%. 
The specific parameters are listed in Table 1.2. The increase in den- 
sity as the size of the steel spheres decreases is believed to be due 


to the effect of the chrome plating. 


Sphere No. 
Steel 


Hylon 


LN 


TABLE 1.2 


SPHERE PARAMETERS 


10 


/ 
wl 
g/cc 


(om/sée) ~ 
22605.86 
TI2356-05 

9865.68 
8444, 24 
T1377 8 
DODDS 
4246.50 
2857-08 
213 2y52 


1441.26 


Tids.i0 
174.11 


232 a2 


2.1 Falling sphere drag coefficient 
For a falling sphere, two equations may be written for the force 
acting upon it. The first is the definition of the drag coefficient 


DRAG FORCE _ F 
o ; ZB “nt of 2 (1) 


spA $® > 
a Z2Pes v7; 








Cd = 


where A is the maximum cross-sectional area, is the density of the 
fluid and s is the velocity. If the sphere has reached terminal vel- 


ocity, 8 equals v, and the drag force is equal to the unbalanced weight 


EF + a d°/( — ) (2) 
= b ——— ‘” 
Solving for the drag coefficient gives 


ca= £(4-)¢4,- = - 
Ip ar & wu = 

where po’, d, and f are given in Table 1.2, g is the local gravita- 
tional constant, P the density of the fluid and v is to be measured. 
To determine the drag coefficient that characterizes a given sphere 
in a given fluid, the terminal velocity must be measured in an in- 
finitely extended fluid, that is, the presence of finite boundaries 
must not effect the value of the drag coefficient. 

We may also define a drag reduction ratio as the difference in 
drag coefficient in the test solution compared to water divided by the 
drag coefficient in water. 

Cod y,0 — Co rocyox 


Cd 40 
OW Hs 0 \° 


Onoe yox 


Drag reduction ratio 


(4) 


uN 
ey 


where the densities of the Polyox solution and water are assumed equal. 


This is true for the low concentrations used in this reSearch. 
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2.2 Wall and End Effects 

In determining the effect of finite boundaries on the drag of a 
falling sphere, it is useful to define a ratio of sphere diameter to 
cylinder diameter, jd. Haberman (1) develops a wall correction factor 
for Newtonian fluids as a function of an infinite power series in A 
which is derived from the integration of certain coefficients of the 
expansion of the Stokes' stream function for a fluid moving past a 
sphere. For the largest value of IN in these experiments, 0.15, his 
correction is 1.1. This would be divided into the measured drag co- 
efficient to give the “infinite fluid" drag coefficient. However, the 
usefulness of this correction is limited to the restricted range of 
Reynolds' numbers for which his expansion of the Stokes' stream func- 
tion is valid, Re less than 2.0. Turian (9), using a less exact formula 
for wall effects in water, investigated the extension of the concept to 
non-Newtonian fluids and concluded that the wall effects are the same 
for both fluids. 

In addition to the presence of the tank walls, the termination of 
the tank by a rigid bottom may also have an effect on the measurement 
of the terminal velocity. Turian also investigated this effect in both 
water and non-Newtonian fluids and concluded that the "end effect" is 
negligible for a fall distance greater than one cylinder radius above 
the bottom. 

2.3 Fall Distance to Achieve Terminal Velocity 

Another consequence of the finite fall-distance which cannot be 
neglected is the possibility that the larger spheres would require a 
greater fall distance to reach terminal velocity than was available in 


the drop tank used in the experiments. The equation of motion of an 


74 





accelerating body, including a correction for the virtual mass (the 


mass of fluid carried along with the body) is (3) 


(f+k)ms = (w-B) —Ca tAp §* (5) 


where k is the virtual mass coefficient, m is the water mass displaced 
by the body, W is the weight of the body, B is the weight of fluid dis- 
placed by the body, s is the acceleration, § is the velocity and other 
terms as defined previously. For steady-state conditions, the acceler- 


ation is zero and § equals the terminal velocity, v, 


/ 


w= (55) 
ns , '4 
z AP [w-8) C2 PA cd) | - 


( Pyark ) om 





For convenience, define a parameter a = 


and, with some rearrangement, equation (5) becomes 


e « 
S 8 a v=, - (6) 
a 
Integrating, with initial velocity zero, gives 
§ = ar TAN (at) (7) 


And, integrating again for the fall distance 


Ss = = Am. | cosn (at) | (8) 


Letting the velocity, § equal 0.99v, the tanh(at) equals 0.99 and the 
1n [cosh (at)] is 1.96. The distance to reach 0.99 terminal velocity is 


given by 


4 
56.99) = 1.96 EB = 190m CH tk) (9) 
= PA Cd 
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Substituting for m and A the values for the No. @ sphere, and using 
a turbulent flow approximation for the virtual mass coefficient, 


k = 1.8 (3), gives 


Sy (.99) = 6Y centimeters (10) 
Cd 


for the distance for the largest sphere to reach 0.99 terminal velocity. 
It iS apparent that for any value of drag coefficient less than 0.64, 
the distance required will be greater than 100 em. A similar develop- 
ment for the No. 1 sphere gives a value of 0.32 for the limiting drag 
coefficient. Since the measured drag coefficients for these spheres 
are smaller than these limits, an acceleration correction to the drag 
coefficients must be used. 

Setting the ratio of & to v equal to &, and solving equation (7) 


for (at) gives 





~ + of 
(at) = TANH &K = = Uae (11) 


Solving equation (8), for the No. @ sphere, gives 


Stu) = 325. bn | Cost/ (at) | (12) 


Setting the maximum available fall distance equal to 90 cm, 


a.¥vc 
Cost/aeye e ¥ Cd (13) 


Using the exponential form of the definition of the cosh and equation 


(11), 


" 
it~ ) 


lex) * ne Gr 
cosy (at) tle o + C a 
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Finally, equating (13) and (14) to eliminate cosh(at) the relation 


between % and C@ is 


) ! 
2.8 Cd a tte) 2 ti) 4 (15) 
c —- 2 [ ow, i ( btm [ 
Squaring both sides, and solving for gives 
<< — e ra 2 ee (16) 


By substituting a series of values for Co into (16), we can then arrive 
at the equivalent values of &, the ratio of the velocity measured at 
90 em. to the terminal velocity. If the drag coefficient was calculated 


from the measured velocity 


Cod (measure) = [ae 
and § equals@v, then the corrected Cdwill be 


2 2 , 
Cd Ccorrecreo) = 4 x = o Co (mensuren) 


Using (16) for various values of gives: 
Cd (measured) a= Cd (corrected) 
0.30 OV Siew 0.243 
Oues5 0.86 0.301 
0.40 0.89 GO. 356 
0.45 0.92 0.414 
0.50 0.94 0.470 
0.55 0.95 0.522 


A similar development for the No. 1 sphere gives a value of or 
0.99 or greater for drag coefficients greater than 0.25, which is not 
significant compared to the experimental error. 


The correction to be applied to the Reynolds‘ number is 


i 





Re ( CORRECTED } 


Bc (Mae ueen). 





3. Experimental Apparatus and Technique 

| 3.1 General. The main item of equipment used in the experiments 
was a glass cylinder, one hundred and twenty centimeters high, with an 
inside diameter of sixteen centimeters. A smaller tank, 50 cm. high, 
diameter 8 cm., was used for the testing of P35. The cylinder was 
filled with the test solutions, and spheres of various specific gravity 
and sizes were dropped on the tank center line, from just below the 
surface of the solution. The falling spheres were illuminated from 
above by a strobotac, flashing at a known frequency, and photographed 
on 35mm film. Two meter sticks were attached to the sides of the tank 
to allow measurement of the vertical position of the falling sphere. 

3.2 The dropping mechanism. In the early stages of the experi- 
ment, a magnetic system was used to hold the spheres, and the release 
of the sphere synchronized with the camera shutter opening. However, 
as the need arose to vary the speéific gravity of the spheres, requiring 
the use of non-magnetic materials, a vacuum system was constructed, 
which was then used for all the spheres. This system consisted of a 
header assembly connected to a vacuum source through a tee-fitting 
and a water trap. One outlet led from the tee-fitting to a valve, 
which was used to make or break the vacuum. At the other end of the 
header assembly a threaded fitting accepted brass tubes of various 
diameters. The sphere to be dropped was placed at the end of an appro- 
priately sized tube and was held there by the vacuum. Then the end of 
the tube was submerged in the solution until the sphere was completely 
immersed. When the valve was opened, the sphere would drop. 


3.3 Lighting and Photography. A Chadwick-Helmuth Strobotac, running 


on visual setting, was positioned above the tank, illuminating the 
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entire solution. The intensity of the illumination was relatively 
constant along the length of the tank. The strobe was driven by a 
Hewlett-Packard 202CR Low Frequency Oscillator, and the frequency was 
measured to 0.1 cps by using a H=P 521C counter on a ten second count. 
The flash rate was chosen to provide a picture of the sphere approxi-~ 
mately every centimeter, for the smaller spheres, and every three centi- 
meters for sphere No. 3 and larger. 

Photographs of the falling spheres were taken on Kodak Plus-X 

film (ASA 125) using a Beseler Topcon 35mm camera with a 58mm focal 
length auto~Topceor 1:1.8 lens. This gave a vertical field of view of 
70em at a distance of four feet. The aperture setting was f/2.0, and 
the exposure time was on bulb. With the variation in flash rate pro-~ 
portional to the velocity, and the exposure time determined by the 
time of fall, the number of flashes per exposure was constant enough 
to provide negatives of equal density and contrast for all sphere 
photographs. The film was developed in a 3:1 dilution of Kodak Micro- 
dol "X", to minimize graininess. The negatives were viewed in an ARL- 
Dietert spectrograph viewer, which gave an overall magnification of 
0.9 actual size, with no distortion along the vertical axis. The meter 
sticks mounted alongside the tube were used to determine the position 
of the sphere. 
3.4 Solution Mixing Procedures. Previous experiments have shown evi- 
dence that P301, and other high molecular weight polymers, are suscep- 
tible to mechanical degradation. High speed mixing appears to break 
the molecular chains (3). 

In the course of these experiments, two mixers were used. The 


first, a high speed Fulton Labmotor, was used with a single-bladed 
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paddle; later, a variable-speed, constant-torque motor with a three- 
bladed paddle was employed. 

The effect of mixing procedures can be shown by the change in 
terminal velocity in different solutions of the same concentration of 
polymer. The three solutions listed in Table 3.1, below, were tested 
at 100 wopm (P301). Solution A was mixed at a concentration of 300 
wppm for four hours with the high speed Labmotor. Solution B was 
mixed at a concentration of 10,000 wppm for six hours with the same 
mixer. Solution C was mixed at a concentration of 1000 wppm for one 
and one-half hours with the slow speed mixer running at 200 rpm. All 
solutions were diluted to the same concentration, 100 wppm, using the 
same procedure. 

TABLE 3.1 


Terminal Velocity (cm/sec) Variation with Solution Preparation 


Solution 
Sphere No. A B C Water 
1 184.2 163.8 206.44 162.4 
3 SW ere) 154.2 169291 141.8 


Solution C, mixed for the shortest time at the lowest speed, is the 
most effective drag reducer; solution B mixed longer than solution C, 
and faster than A, is the least effective. Therefore, for maximum 


effectiveness, solutions of long-chain polymers should be mixed at a 





slow speed, and to shorten the mixing time, at the most dilute concen- 
trations possible. 
3.5 Data Reduction. Using the viewing procedure described above (3.3), 


the position of each sphere was recorded. The position of the sphere 





at each flash was then paétted against the flash number. This resulted 


in a curve which gradually approached a straight line as the velocity 
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approached its terminal value. The terminal velocity was calculated 
by multiplying the slope of the straight line portion of the curve 
times the flash rate. With the exception of the No. @ sphere, at 

least five points were used to draw the line of constant slope. Posi- 
tion data within one cylinder radius of the bottom were not used, to 
minimize the "end effect". The drag coefficients were then calculated, 
using equation (3), and the Reynolds' number based on water from the 


definition 


Re = woe 


where the value of # , the viscosity of the solution, was taken to 

be equal to the viscosity of the solvent, water. At the concentrations 
used, viscometer measurements (2) have shown this to be a good approx-~ 
imation. 

Due to combination of high flash rate for the faster-moving spheres 
and low flash rates for the slower ones, the experimental error in de-~ 
termining the velocity remained relatively constant, and since this is 
by far the most significant factor in the error in Reynolds’ number and 
drag coefficient, these errors, too, are constant over the range of the 
experimental data. These errors are listed in Table 3.2. The error in 
the concentration of the solutions was impossible to determine, but 
careful mixing procedures and continuous washing down of all equipment 
surfaces during the mixing process minimized any loss of additive. 
Therefore the concentration error was assumed to be equal to the error 
in the weighing of the amount of additive added. 

Due to the effect of variations in mixing procedures, discussed 


in Section 3.4, there will be a difference in a given concentration of 
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1000 wppm of the same polymer mixed on different days, but the dilu- 
tion to lower concentrations was done in the same manner for all 
solutions, so the relative concentrations of a given polymer should 
be accurate. 

TABLE 3.2 


Experimental Errors 


Parameter Error 
Velocity 3.5% 
Reynolds’ Number 5.2% 
Drag Coefficient 8.0% 
Concentration 0.5% 


Z| 





4.1 Preliminary Experiments 

Before beginning the very time consuming task of preparing large 
quantities of Polyox solutions, a test of the experimental apparatus 
and procedures was made, by dropping sphere Nos. @, 1, 3 and 5 in dis- 
tilled water. The purpose of this test was three-fold: First, to verify 
the predicted experimental errors. Second, to determine the need for 
wall and end corrections. And third, to provide velocity data for es- 
timating the proper flash rates to be used in the experiment. 

Each of the spheres was dropped five times, to provide some 
statistical data. The results are shown in Table 4.1. The No. @ 
sphere did not attain terminal velocity and using a flash rate of 30 
fps, there were not enough points accurately to determine a non-termi- 
nal velocity, which could be used for a corrected drag coefficient. 

TABLE 4.1 


Terminal velocity (cm/sec) for tests in distilled water 


Drop Number 
Sphere No. | z 3 4 5 Avg. 
iL 159.0 164.4 157.2 165.9 #£165.6 162.4 
3 143.4 144.6 139.5 140.7 140.7 141.8 
5 117305 “119. G2 elo 2k. 6 120.4 


The drag coefficients calculated from the average, minimum and 
maximum velocities are presented in Figure 1. The agreement with the 
classical drag coefficient curve (5), is excellent for the No. 3 and 
5 sphere; the larger error for the number 1 sphere is most probably 
due to the low flash rate used in this particular test. Since any 
error in the drag coefficient due to wall and end effects would result 


in a higher value of measured Cd, and the error here is on the low 
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Side, it seems safe to neglect any corrections of this type for sphere 
No. 1 and smaller sizes. 

The maximum error in the velocity measured in this test was ~ 2.7%, 
for the No. 1 sphere, and the minimum was * 1.8% for the number 3 
sphere. This is less than the predicted error of * 3.5% (Tablemen2y- 
and the errors in Cd and Re are proportionately less also. 

The next test was made to determine the effect of ageing on a 
solution of P301, diluted to 100 wppm. ‘Two drops were made, the first 
immediately after mixing, the second 48 hours later. Since delays in 
testing of this length were anticipated, later in the experiment, this 
procedure would show whether these delays would significantly effect 
the results. The drag coefficients calculated from this test are shown 
in Figure 2. 

The random variation in drag coefficient for the spheres with Re 
greater than 1 X 10+ indicates that the ageing process does not signif- 
icantly change the drag reduction properties of the solution; the 
values are within the predicted experimental error. Of greater sig- 
nificance is the fact that at lower Reynolds’ numbers, the drag is 
increased. This effect became one of the primary areas of study for 
later tests, as it began to appear that there was a critical Reynolds’ 
number, below which solutions of this type were no longer effective 


drag reducers. 
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5. Experimental Results 

The total number of valid data points for all concentrations is 
177. Referring to the table of experimental errors (Table 3.2), a 
conservative definition of actual drag reduction would be a value of 
the drag reduction ratio greater than 0.1. Using this as the criter- 
ion, there are only 43 drop tests which showed a reduction in drag. 
There are no instances of drag reduction for any of the data taken in 
solutions of P35 and PN3000; together, these two solutions account for 
53 of the total number of points. There were 28 data points taken in 
solutions of P205. Of these, only 9 showed a greater than 10% drag 
reduction, and seven of these nine occurred at Reynolds’ numbers 
greater than 1 X 10+. Of the remaining 96 points, all taken in P301, 
34 show effective drag reduction, and 33 of these points occur at a 
Reynolds' number greater than 0.98 X 10". 

Another method of analyzing the data is to consider the distri- 
bution of drag reduction relative to concentration. Looking again at 
the nine instances of drag reduction in P205, four occur in each of 
the 1000 and 500 wppm solutions, the other in 100 wppm. In the tests 
of P301, however, we find 15 of the 34 occuring in solutions of 100 
wppm, 12 more, evenly distributed in 250, 75 and 50 wppm solutions, 
three in concentrations of 750 wppm, and two each in solutions of 1000 
and 500 wppm. 

Looking for the maximum drag reduction attained, we find that the 
P301 maximum is a reduction of 46%, at a Reynolds' number of 6.9 X 10°, 
in concentrations of 100 and 250 wppm. The maximum value for the P205 


solutions is 22% at a Reynolds’ number of 5.96 X lows in a 500 wppm 


solution. 
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The terminal velocity (with the exception of the @ sphere, as 
noted), Reynolds‘ number and drag coefficient for each sphere in each 
concentration are presented in Tables 5.1 through 5.7, with the values 
of the drag coefficients for the @ spheres corrected for acceleration. 

Plots of drag coefficient versus water Reynolds number are pre- 
sented in Figures 3 through 7, where some points have been omitted for 
clarity. The plot in Figure 3, based on tests of P35 in the small tank, 
is a very good example of the errors which may result from either neg- 
lecting the presence of wall effects or not obtaining terminal velocity. 
The drastic increase in drag coefficients as Reynolds number increases 
is not a real effect, but is most likely due to the limited fall dis- 
tance (40-50 cm.), in which even the number 4 sphere has not yet at- 
tained terminal velocity. No attempt was made to correct these values 
for acceleration, since the procedure is an approximation at best, and 
the corrections would be extremely large for so short a fall distance. 
The remaining Figures (4-7) show again the dependence of the drag re- 
duction effect on large Reynolds’ number, and can be used to estimate 
the percentage drag reduction, optimum concentrations and general 


effectiveness of a particular molecule as a drag reducer. 
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Table 5.4 


(a) Velocity, em/sec 


(b) Reynolds’ number based on water, x107+ 


P35 


(small tank) 


Concentration 


102.2 
0.485 
406 


82.5 
0.260 
419 


69.6 
0.164 
44d 


122.8 
0.974 
47 4 


103.0 
0,489 
400 


84.0 
0.264 
Lod 


(c) Drag coefficient, x107 
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Table 5.2 PN3000 
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Table b.S P205 
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Table 5.4 P301 (single drops) 


Concentration 
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Table S.S P301 (100 wypom) 
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Elapsed time after mixing 
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Table $.64 P301 (Averdae values, s5ucecs 


Concentration (wpm) 
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Table S.Y P301 (Very dilute solutions) 


Concentration (wonm) 










Sphere 
gi 
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_l. Drag coefficient corrected for acceleration 
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Go aecouc LuSsions 

From the discussion of the results, it is obvious that P301 is the 
most effective drag reducer of the four polymers tested. If it is con- 
pared to the next best, P205, we see that a reduction of 22% (the max- 
imum in a 500 wppm solution of P205), can be achieved in as little as 
50 wppm of P301. The molecular weight of P205 is only 15% of that of 
P301, and the molecular structure is the same, that is, they have 
roughly the same weight per unit length. Therefore, it appears that 
the longer the molecule, the better it will be as a drag reducer. This 
has been verified by Hoyt for pipe flow, when he found that molecules 
heavier than Polyox were not as effective in reducing drag as Polyox 
if they had a smaller length to diameter ratio (2). 

Examination of Figures 6 and 7 shows that for Reynolds numbers 
less than 10°, the 100 wppm concentration of P301 exhibits the lowest 
values of drag coefficient. For more dilute solutions, the drag in-~ 
creases until the behavior is just like that of water for a concentra- 
tion of 10 wppm. For more concentrated solutions, the drag increases 
and even goes above that of water at the lower Reynolds numbers when 
the concentration has reached 1000 — At these higher concentra- 
tions the Reynolds number based on the viscosity of water is no longer 
meaningful (2) and the drag coefficient curves lose their usefulness. 

Examining Figure 8, showing the drag reduction as a function of 
Reynolds number, it appears that a critical Reynolds number exists for 
this type of flow. This is similar to the results for the Ripe flow 

‘ 
experiments of Merrill. For the concentrations and polymers tested 
here, the critical Reynolds number is approximately 1 X 104. ‘The var- 


iation in drag reduction near this critical value suggests that there 


32 








may exist a region of unstable flow in polymer solutions at this Rey- 
nolds region, which sometimes flips into an effective drag reduction, 
and other times does not. Even in flow past a sphere in water, the 
transition from a laminar to a turbulent flow is an unclear region, 
with much dependence on surface roughness, sphere motion and intensity 
of turbulence in the water itself. Similar effects may influence the 
drag reduction effectiveness of polymer solutions. 

Again, examining the relation between amount of drag reduction and 
Reynolds number, we see that as the Reynolds number increases, the 
amount of drag reduction for a given concentration increases also. 

Briefly summarizing these experiments, we can say that for con- 
centrations of long-chain macromolecules in aqueous solutions of 1000 
wppm or less, in a range of water Reynolds numbers from 800 to 7 X 107; 

1. Solutions in these concentrations may be effective drag re- 
ducers if their molecular weight is at least greater than 0.2 X I vag 
and their length to diameter ratio is very large. 

2. The most effective drag reducer is P301. This effect is pri- 
marily due to its very large length to diameter ratio, approximately 
6.7 times larger than P205. 

3. Drag reduction occurs only for water Reynolds numbers greater 
than some critical number, approximately 10%, 

4. For Reynolds number less than 10°, the maximum drag reduction 
was obtained at a concentration of 100 wppm of P301. 

5. The amount of drag reduction increases with Reynolds number 
for a given concentration, provided that the solution is an effective 
drag reducer at some lower Reynolds number. 


6% Below the critical Reynolds number, drag is increased or 
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